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ACTION OES-06 

INFO OCT-01 10-13 ISO-OO /020W 

000043 

R 26091 1Z AUG 76 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 8006 
INFO USERDA HQ WASHDC 
USERDA HQ GERMANTOWN 

UNCLAS IAEA VIENNA 7100 

DEPT PASS IO/SCT 

E.O. 11652: N/A 

TAGS: AORG, APER, IAEA 

SUBJECT: COST-FREE EXPERT FOR IAEA MEDICAL INSTRUMENTATION 
PROGRAM 

REF: AMMONS/GABBERT TWX 191405Z AUG 76 

1 . MISSION HAS RECEIVED PERSONAL HISTORY FORM OF ALTON 
C. MORRIS, JR., ORNL, WHO IS BEING PROPOSED BY ERDA TO 
UNDERTAKE ONE- YEAR ASSIGNMENT ON COST-FREE BASIS TO 
ASSIST IAEA IN IMPLEMENTATION OF ITS MEDICAL INSTRUMEN- 
TATION PROGRAM. 

2. IN SUBMITTING FORM AND PROPOSAL TO IAEA, MISSION 
WOULD PREFER TO PROPOSE AT OUTSET THAT HE BE HIRED UNDER 
SPECIAL SERVICE AGREEMENT AT A LEVEL EQUIVALENT TO P-4/STEP 
I, WITH ALL THE SAME ALLOWANCES AND ENTITLEMENTS GIVEN 
TO NARDI AND WOOTEN UNDER SIMILAR ARRANGEMENT (SEE IAEA 
VIENNA A- 177), AND THAT IAEA SUBSEQUENTLY BILL ERDA TO 
OBTAIN REIMBURSEMENT FOR COSTS INVOLVED. MISSION NOTES 
THAT MORRIS' CURRENT SALARY AND FAMILY SITUATION ARE 
CLOSE TO WHAT NARDI'S AND WOOTEN'S WERE. BEFORE GOING 
AHEAD WITH THIS APPROACH, HOWEVER, MISSION WOULD APPRECIATE 
CONFIRMATION THAT IT WOULD BE ACCEPTABLE TO MORRIS AND TO 
ERDA. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 IAEA V 07100 261037Z 

3. PLEASE ADVISE. STONE 
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